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BILL NO. S-77-01- 


SPECIAL ORDINANCE NO. 


s-V^zlZ 


AN ORDINANCE approving a contract 
with Clow Corporation for materials 
for Water Maintenance & Service 
Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
AYNE, INDIANA: 

SECTION 1. That the contract dated January 3, 1977, 
etween the City of Fort Wayne, by and through its Mayor and the 
'Oard of Public Works and Clow Corporation, for: 


270 Ft. 16" x 18" Clow Super bell-tite Ductile 


Iron Pipe 


12.32/ft. 


6" Clow Duo Solid Sleeve, M.J. 
w/Gaskets, bolts & glands #F-1208 
62.00/ea. 

16" x 45° Ells, M.J. xM.J. Clow 
# F930 1" bolts gaskets & set screw 
retainer glands 200.00/ea, 

12" x 90° Ells M.J. x M.J. Clow 
#F925 w/ gaskets, bolts & set screw 
retainee glaftds 135.00/ea. 


$3,326.40 


1 , 200.00 


810.00 


$6,080.40 


TOTAL: 

11 as more particularly set forth on City Utilities Purchase 
rder No. 8605, which is on file in the Office of the Department 
f Purchasing and is by reference incorporated herein, made a 
art hereof and is hereby in all things ratified, confirmed and 


SECTION 2. This Ordinance shall be in full force and 
ffect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORK 
AND LEGALHY,______ 

-- 













Read the first time in full and on motion by , 


seconded by 


to the Committee on 


and duly adopted, read the second time by title and referred 
_(and_th^-€ity-Plan—GenHaission for 


recommendation) and Public Hearing to De neia afrer-bTre-^gf^^ Council 

Chambers, City-County Building, Fort Wayne, Indiana, o~n , the day 

of 



DATE:_ 

CITY CLERK 

Read the third time in full and on motion by 
seconded by s 

PASSED C 


(f\^ 


and duly adopted, placed on its passage. 


by the following vote: 

AYES NAYS ABSTAINED 


TOTAL VOTES 


m 


HINGA 



HUNTER 



MOSES 



NUCKOLS 

L/ 



SCHMIDT, D. 
SCHIMDT, V. 
STIER 
TALARICO 
DATE: 






CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana 
as (ZO NING MAP) f GENERAL ) ( ' ANNEXAT ION) f SPECIAL) C ATWrTPBWHQMX 


ORDINANCE ^ RESOLUTION) No., 

TTE ST: / f .SEAL) 




day of 


7 

197@< 


PRESIDING OFFICER 


CITY CLERK 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the ^ 
day of . 197/; at th.^om>,of // /^,'c 

< 7 ^ US- /ctlJj. 


j'clpck // _M. , E, S . T. 


CITY CLERK 


Approved and signed by me this / 0 +^ d ay of Vis.,, ftiUi, » 19 7;T, 


at the hour of 


$ ■■ «3i-£ 5 o'clock 





































































































S-77-01-44 


We, your Committee on 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
Ci ty Util j ties __ to whom was referred an Ordinance 


approving a contract with Clow Corporation for materials for 
Water Maintenance & Service Department 


have had said Ordinance under consideration and beg leave to report back tcuthe Common 


Council that said Ordinance 

PAUL M. BURNS - CHAIRMAN 

FREDRICK R. HUNTER - VICE CHAIRMAN 
VIVIAN G. SCHMIDT 
WINFIELD C. MOSES, JR. 

JAMES S. STIER 





/ 

CITY CLERK 
































COPIES TO: 

j.F. Morreale 
B. Drew 


Memorandum 

H.P. Wehrenberg, Board of Works 


Ruth Winget, Purchasing Department 

- ,. . Iron Pipe, Sleeves & Ells__ 


Herewith is Purchase Order No. 8605 which is prepared 
favoring Clow Corp. for Iron Pipe, Sleeves & Ells for 
Water Maintenance & Service. 

These are propriety items because: 

1. They meet with standard requirements of the City 
of Fort Wayne. 

2. Other source of supplies would not be interchange¬ 
able with these items. 

Attached are the following documents in support of 
the recommendation for acceptance of Clow Corporation. 

1. Copy of Water Maintenance & Service Req'n. 

2. Copy of Purchase. Order. 

3. Memorandum from Purchasing Department. 

It is urged that in referring this bid-quote to the 
City Council for enactment of an ordinance, that all of 
the attached items, together with this memorandum (or 
copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order 
Number (s) is given to Clow Corporation, until evidence 
of Council approval is furnished to the Purchasing Dept. 



A.C. Lord 


















i/T? ®FJF®OBT ™WHE 


r 
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CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


Clow Corporation 
51591 U.S. 3lNorth 
South Bend, Indiana 


0 - $ 
Vr/77 
n 

j 


ORIGINAL 

PURCHASE ORDER NO.., 


8605 


nATF J an » 3 , 1977 


pear on each pack- 
orrespondence. 


MAIL ALL INVOICES TO- 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED B l 
INDIANA STATE BOARD OF ACCOUNTS 



SHIP TO — 

Water Mainten-nce & Service 
445 East Wallace Street 
Fort Wayne, Indiana 46803 























TITSi : OF ORDINANCE SPECIAL ORDINANCE - City utilities Purchase Order 8605 _ 

DFPARTTETT prnsjFol IMG ORDIF^AIICE board of public works _ 

SYF-TSIS OF ORDINATJCF City Utilities Purch ase ORder 8605 to Clow Corporation in 
amount of $6,080.40 provides for purchase of Iron Pipe, Sleeves and Ells for 

use of the Water Maintenance & Service Department. _ 

No bids received on these items as other sources of supply would not be 

interchangeable. .—.— 


EFFECT OF PASSAGE Provide. inventory for Water Main tenance &..Service, 


EFFECT OF MOs 1-PASSAGE Purchase in smaller quantities at probable-higher cost 


MONEY INVOLVED (Direct costs. Expenditures, Savings) cost to water utility : 


ASSIGNED TO COmiTTEE 














































